Sanitized Copy Approved for Release 2010/12/15 : CIA-RDP82-00457R000206390005-6 50X1 -HUM 

wnriL/m i ; 

CONTROL— 4J Is .Officials only 

CENTRAL INTELLIGENCE GROUP 

INTELLIGENCE REPORT 


COUNTRY Germany (Russian Zone) 


Closing of 7=»3 Plant 8 Deportation 
of Engineers in Nordhausen Area 


50X1 -HUM 


ORIGIN 


DIST. 3 * December 1946 
PAGES 

SUPPLEMENT 


50X1 -HUM 


DISTRIBUTION 


EKi 

3T 

2C i 

1 r. i 1 I s 


“ I ”■ 


STATE 

WAR 

NAVY | JUSTICE 

R & E ( Q & D 1 A -2 i §"i 


■ L ' _ 




the 7-2 plant in Xleinbodungen 50X1 -HUM 

(described as Betriebswerk III), the works management of 
that plant issued an official statement that the factory 
would be closed down on 15 December 1946 In accordance 
with a decision of the Russian Commission. 


b. Engineer 0-revesmhhl has been deported to the tr.S.S.R. 

He was the technical director of the Montanla factory in 50 x 1 -HUM 
Nordhausen. 


2 . 


the remaining engineers at Nordhausen 
will be deported on 15 December 1946. Some engineers were 
already removed on 15 November 1946 « 
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